ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT FB-2 / VEHICLE # 
DATE 12-18-15 

OFFICER 1 P. GONZALES # 106 
OFFICER 2 C. MOONEY #124 
SUPERVISO M. COOGLE 

R 


1200- BRIEFING: ALL EQUIPMENT CHECKED OUT IN GOOD 
1300 WORKING ORDER. 


2030 END OF WATCH: ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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